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On shore during these ten days of waiting there was a notice-
able activity of Korean troops, which now and then appeared to
be moving over the hills towards the forts. Closely observing
these movements, there arose a shrewd suspicion that the troops
seen at different times belonged to one and the same body of
men, and were moved hither and thither to produce an impres-
sion of great numbers going to the defence of the forts above.
It was significant that no field artillery was paraded, which over-
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